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Abstract:



Achieving a high fill factor is a bottleneck problem for capturing high-quality images. There are hardware and software solutions to overcome this problem. In the solutions, the fill factor is known. However, this is an industrial secrecy by most image sensor manufacturers due to its direct effect on the assessment of the sensor quality. In this paper, we propose a method to estimate the fill factor of a camera sensor from an arbitrary single image. The virtual response function of the imaging process and sensor irradiance are estimated from the generation of virtual images. Then the global intensity values of the virtual images are obtained, which are the result of fusing the virtual images into a single, high dynamic range radiance map. A non-linear function is inferred from the original and global intensity values of the virtual images. The fill factor is estimated by the conditional minimum of the inferred function. The method is verified using images of two datasets. The results show that our method estimates the fill factor correctly with significant stability and accuracy from one single arbitrary image according to the low standard deviation of the estimated fill factors from each of images and for each camera.
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1. Introduction


Since the first developed digital camera equipped with charge-coupled device (CCD) image sensors in 1975 [1], the CCD digital camera has played a more and more important role in both normal life and scientific studies. This popularity is thanks to significant progress over the past decades in digital camera sensory techniques and image processing algorithms; especially achievements in increasing image resolution and improving low-light performance [2]. The progress of achievements are due to the reduction of the sensory element (the pixel size), improving the conversion of collected photons to electrons (the quantum efficiency), and using hardware techniques on the sensor [1,3]. However, the image quality is not affected only by the pixel size or quantum efficiency of a sensor [4]. As the sensor pixel size becomes smaller, this results in a smaller die size and a higher spatial resolution gain; all at the cost of a lower signal-to-noise ratio, lower dynamic range, and fewer tonal levels [5]. An effective method to improve the performance of a camera sensor and avoid the problems above is to increase the sensor fill factor, e.g., by arranging an array of microlenses on the sensor array [6,7]. However, due to the physical limitation in practical development and manufacturing of digital cameras, the fill factor of an image sensor cannot be 100% [2].



Since the increase of the fill factor by hardware solutions is difficult and limited, numerous image processing algorithms have been developed to solve the issue, e.g., by black level correction, noise reduction, white balance, tone reproduction, or histogram equalization for image enhancement [8]. The combination of such processes forms different image processing pipelines (IPPs) in a camera [9,10,11,12], and we discuss more of the IPPs in detail in Section 2. Today, almost all images we capture are processed by a type of pipeline in a camera. However, the quality of images is still far lower than what our visual system can perceive. At the same time, compared to human eyes that have a much larger range of luminance (10,000:1 vs. 100:1 cd/m2) [13], it is necessary for a camera sensor to have a larger fill factor with a die size to create more intensity levels for an image in the luminance range. Recently a new approach was presented [14] in which the fill factor is increased virtually, resulting in a significant extension of image tonal level and widening of the dynamic range. In the approach, the original fill factor is assumed to be known. However, this value is a confidential matter by most digital camera manufacturers. Even though, with the help of sensor pattern noise, the source of an image sensor can be identified [15], the information about the sensor fill factor remains unknown.



On the other hand, if we consider the capture process in an image acquisition pipeline, the charge collected by an image sensor element is proportional to the projected irradiance from its scene. The amount of irradiance [image: there is no content] on the image sensor element is varied by exposure time [image: there is no content] and fill factor [image: there is no content]; i.e., [image: there is no content] where [image: there is no content] is the radiance from the scene. Although the image sensor response to these optical variations is a linear function, most digital cameras apply a nonlinear mapping to the image sensor element before the captured image is written to the storage medium. The nonlinearity comes from the image acquisition pipeline (e.g., non-linear gaining, A/D conversion) and/or further processing in the IPP. In the problem of recovering the high dynamic range of photographs [16,17,18], the images are captured by the same camera (i.e., the same fill factor) and with different exposure times. Then, the response function of the nonlinear imaging process is recovered by a combination of the images into a composite radiance map.



In this paper, we propose a method to estimate the fill factor of a camera sensor from a captured image by the camera. In our method, from the captured image, a set of [image: there is no content] new images with [image: there is no content] number of fill factors are generated based on the proposed method in [14]. Then the virtual response function of the imaging process is estimated from the set of generated images which combines the images into a composite virtual radiance map. In this way, the exposure time [image: there is no content] is assumed to be constant, e.g., K, and irradiance [image: there is no content] becomes [image: there is no content]; i.e., the virtual response function has certain relation to the variation of fill factors. Using this relation, and having a virtual response function, the actual fill factor is estimated. We verify our method and evaluate its stability and accuracy by using images of two cameras, Teli CS8620HCi (Toshiba Teli Corporation, Tokyo, Japan) and SONY XC-77 (SONY Corporation, Tokyo, Japan), which we could find the truth values of their fill factors [19,20]. The results show that our method can estimate the fill factor correctly with significant stability and accuracy from one single captured image. To the best of our knowledge, our approach is the first work that estimates the fill factor of an image sensor and proposes a method for estimation of a virtual camera response function.



The rest of paper is organized as follows; in Section 2 the image acquisition and processing pipeline in the camera are described; Section 3 explains the camera response function and then the methodology used for fill factor estimation is presented in Section 4 and Section 5; Section 6 explains the experimental setup, and the results are shown and discussed in Section 7; finally, we conclude and discuss potential future work in Section 8.




2. Image Acquisition and Processing Pipelines


The imaging process from the capturing of a scene to its display or storage in a medium generally undergoes two pipelines: the image acquisition pipeline (IAP) and the image processing pipeline, which are shown in Figure 1. As it is shown in the top of Figure 1, the scene radiance [image: there is no content] (i.e., the energy flux emitted from the scene [21]) goes through the lens and is then projected on the image sensor with certain exposure time which is controlled by the shutter. The sensor irradiance [image: there is no content], in the figure, is the power per unit area of scene radiant energy [image: there is no content] falling on the sensor. The power per unit area of the scene radiant energy [image: there is no content] that is projected on the sensor is shown as the projected irradiance [image: there is no content] in the figure. Additionally, due to the effect of the sensor fill factor, part of photons from the scene radiance is captured by the image sensor. The actual power per unit area of the scene radiant energy [image: there is no content] that is captured and measured by the sensor is the image irradiance [image: there is no content]. The variation of the exposure time and the fill factor with respect to the input, sensor irradiance [image: there is no content], are linear processes. The acquisition of image irradiance from the scene radiance is shown in the top of Figure 1 by the dashed line box. Then photon-to-electron conversion is achieved by the image sensor, which is also a linear process with respect to each photon wavelength. It is noteworthy to mention that the quantum efficiency (the conversion of photons into electrons) is a nonlinear process with respect of different light wavelengths. We call the output of the image sensor an analog raw image, which is then amplified and normalized by a gain control; the modified analog raw image. The amplification can be nonlinear and the normalization is a nonlinear process. The modified analog raw image is sampled and quantized in an A/D conversion which results in the output image; as the IAP image [image: there is no content] in Figure 1. The A/D conversion is a nonlinear process. As it was discussed above, there are both hardware and software solutions to enhance the sensor performance. Generally, the applied hardware solutions in the IAPs try to increase the number of captured photons; e.g., using a microlens array on the image sensor. On the other hand, the software solutions are mostly applied in the IPPs.


Figure 1. The image acquisition pipeline (top) and the image processing pipeline (bottom). The image acquisition pipeline shows the process of how scene radiance ([image: there is no content]) becomes digital pixel values in an IAP image [image: there is no content], and the image processing pipeline shows the process of how an IAP image ([image: there is no content]) can be processed further to obtain an IPP image ([image: there is no content].
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With performance of an image-processing pipeline, the produced digital IAP image is taken and a digital image is obtained that will then be viewed or undergo further processing before being saved to nonvolatile memory. This pipeline is a series of specialized algorithms in a certain order that adjusts image data in real-time and is often implemented as an integrated component of a system-on-chip (SoC) image processor. Without a well-designed processing flow, it is difficult to obtain satisfactory and stable image quality, even if suitable algorithms for individual stages are selected. Assigning these processing steps into appropriate stages in the IPP is a complicated task, and the ordering of IPP stages will dominate the final picture quality [9,10,11,12]. A simplified and typical IPP for a camera is shown at the bottom of Figure 1. The shown IPP is composed of the following parts: noise reduction, black level correction, white balance, tone reproduction, image enhancement, and image compression. Noise is reduced or eliminated due to its significant influence on dynamic range of the captured image [22]. Black level correction is applied for contrast correction by capturing an image of a completely black field [23]. Unrealistic white casts are removed by the white balance process; the process maintains color constancy of an image by removing color casts caused by an un-canonical illuminant [24]. The tone reproduction is used to produce realistic “renderings” of captured scenes by properly reproducing brightness and brightness differences [25]. The image enhancement is applied to modify attributes of an image and to make it more suitable for a given task and a specific observer [26], which mostly includes two processes: edge and contrast enhancement. The irrelevance and redundancy of the image data are reduced by the image compression to be able to store or transmit data in an efficient form, e.g., JPEG [27].




3. Camera Response Function vs. Virtual Camera Response Function


An IPP image, acquired by the image acquisition and processing pipelines, shown in Figure 1, is related to scene radiance by a nonlinear mapping function. The knowledge of the scene radiance reveals physical properties of the scene caused by the interaction of light with scene objects. The amount of scene radiance is varied as the amount of light or scene objects are varied. Thus, the nonlinear mapping function which relates an IPP image to scene radiance is a partial camera response to the limited range of the scene radiance. Generally, to obtain the camera response function we use an image of a uniformly illuminated chart with patches of known reflectance, such as the Macbeth chart, as it is done in [28]. Nevertheless, placing a chart in the scene is quite inconvenient or difficult in practical applications. Thus, obtaining the camera response function is a difficult task. On one hand, a single captured image, the IPP image [image: there is no content], is related to a partial camera response function and, on the other hand, it is almost impossible to rearrange a scene, e.g., with a Macbeth chart, to include all scene radiance variations. Let us now, in more detail, consider what happens during the formation of an IPP image. The sensor irradiance, E, is acquired in relation to scene radiance L as [29]:


[image: there is no content]



(1)




where h is the focal length of the imaging lens, d is the diameter of aperture, [image: there is no content] is the angle subtended, [image: there is no content] is the lens magnification, [image: there is no content] is the transmissivity of the lens, [image: there is no content] is the spatial index of each sensor element, and [image: there is no content] is the light wavelength. Accordingly, the image irradiance Z is [image: there is no content]:



The optimized method to preserve the existing dynamic range of the scene radiance L in the acquired image Z is to choose the correct exposure time for the radiation of each scene point and having a 100% fill factor. As the exposure time for capturing an image is fixed for all scene points and the fill factor of a camera is generally far from 100% [14], we should surely assume that only part of the dynamic range of L is captured. The nonlinear function of [image: there is no content], which is caused by components in IAP and IPP, maps the image irradiance Z to the output of IAP; the IAP image [image: there is no content], as:


[image: there is no content]



(2)




by assuming that the sensor output increases monotonically, or at least semi-monotonically, with respect to [image: there is no content], the function [image: there is no content] is invertible. Then the partial camera response function [image: there is no content] is:


[image: there is no content]



(3)







The knowledge of used nonlinear components and their response functions for each camera is generally difficult to acquire, which forces us to search for other solutions. One solution is to vary the exposure time and capture a set of images with the same camera; i.e., the fill factors are the same. Accordingly, Equation (2) becomes:


[image: there is no content]



(4)




where [image: there is no content] is the camera response function and [image: there is no content] is the exposure time index. We should note that we called [image: there is no content] as the camera response function due to the assumption of having enough variations of exposure times; i.e., the [image: there is no content] goes to [image: there is no content] by a greater number of captured images with different exposure times. This solution is used in the recovery of high dynamic ranges of images [30,31]. Another solution to the problem expressed in Equation (2) is to use a single captured image and vary the fill factors to obtain a set of images; i.e., the exposure time remains the same and the images are generated virtually [14]. Accordingly, this time Equation (2) becomes:


[image: there is no content]



(5)




where [image: there is no content] is the virtual camera response function, [image: there is no content] is the fill factor index, and [image: there is no content] is the generated virtual image. We noted the camera response function as the virtual one due to our proposed method of using virtual images. For the recovery of [image: there is no content] from Equation (4) we used the same methodology in [32] in which a similar problem is discussed in relation to exposure time variation. Accordingly, by taking the natural logarithm of both sides of Equation (5), and using the set of equations arising from it, the best recovery (in sense of least square error) of [image: there is no content] and [image: there is no content] is computed from:


[image: there is no content]



(6)




where [image: there is no content] as constant value is ignored, [image: there is no content] is the number of pixel locations, [image: there is no content] is the number of virtual images, [image: there is no content] is an optional scaler and is chosen in relation to expected noise in [image: there is no content], and [image: there is no content] is used as [image: there is no content]. [image: there is no content] is a weighting function:


[image: there is no content]











To emphasize the smoothness and fitting terms towards the middle of the response curve, according to Equation (6), we find [image: there is no content] and [image: there is no content] using pixel values from all available generated images; a mapping which constructs the sensor irradiance up to a factor of scale as:


[image: there is no content]



(7)








4. Relation of Fill Factor to the Virtual Camera Respond Function


In the previous section, we showed that by assuming a known fill factor [image: there is no content] a virtual image [image: there is no content] is generated and the sensor irradiance is mapped to the virtual image by a corresponding virtual camera response function (see Equation (7)). Having a set of [image: there is no content] virtual images from [image: there is no content] assuming known fill factors, a more enhanced virtual camera response function is obtained (depending on the number [image: there is no content]) as:


[image: there is no content]



(8)







The above equation expresses that each corresponding virtual camera response function [image: there is no content] to a fill factor [image: there is no content] recovers only partially the relation between the sensor irradiance and all generated virtual images. The final estimated virtual camera response function will be the union of each virtual camera response function corresponding to its fill factor. At the same time, we can consider that between each [image: there is no content], by using Equation (5), it yields:


[image: there is no content]



(9)







The pixel intensity values of each [image: there is no content] is proportional to the fill factor. Thus, for their virtual camera response function it yields:


[image: there is no content]



(10)




where [image: there is no content] is the pixel intensity value at an index position of [image: there is no content] with a fill factor index of [image: there is no content].




5. Fill Factor Estimation


In this section, we explain how, from a single arbitrary captured image by an unknown camera (i.e., the fill factor is unknown), the fill factor is estimated by steps which are shown in Figure 2.


Figure 2. Flowchart of the fill factor estimation.
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Previous experience in estimation of camera response by exposure time variation [32] shows that a group of pixels with different intensities are necessary to be selected in IPPs images; i.e., having more variations in pixel intensities, the estimation becomes more accurate. In our work a 32 × 32 patch of pixels with rich variation of pixel intensities is selected automatically; i.e., the range of pixel intensity variations of all possible 32 × 32 patches are examined by calculating the number of tonal levels in their histograms to select the patch. Then the patch is normalized by removing the offset of its histogram from zero, and a set of [image: there is no content] virtual images is generated by the proposed method in [14], assuming knowing a fill factor from a set of fill factors between 22% and 81%. According to the method, the process of virtual image generation is divided into three steps of (a) projecting the pixel intensity onto a new grid of subpixels; (b) estimating the values of subpixels based on a local learning model; and (c) estimating the new pixel intensity by decision-making. The three steps are elaborated below:

	(a)

	
A grid of virtual image sensor pixels is designed. Each pixel is divided into 30 × 30 subpixels. According to the hypothetical fill factor [image: there is no content], the size of the active area is A by A, where [image: there is no content]. The intensity value of every pixel in the original image is assigned to the virtual active area in the new grid. The intensities of subpixels in the non-sensitive areas are assigned to be zero.




	(b)

	
The second step is to estimate the values of the subpixels in the new grid of subpixels. Considering the statistical fluctuation of the incoming photons and their conversion to electrons on the sensor, a statistical model is necessary for estimating the original signal. Bayesian inference is used for estimating every subpixel intensity which is considered to be in the new position of resampling. Therefore, the more subpixels that are used to represent one pixel, the more accurate the resampling is. By introducing the Gaussian noise into a matrix of selected pixels, and estimating the intensity values of the subpixels at the non-sensitive area with different sizes of active area by local modeling, a vector of intensity values for each subpixel is created. Then each subpixel intensity is estimated by the maximum likelihood.




	(c)

	
In the third step, the subpixels are projected back to the original grid. To obtain the intensity value of the pixels in the original grid, the intensity value of a pixel in the new grid is the intensity value which has the strongest contribution in the histogram of belonging subpixels. The corresponding intensity is divided by the fill factor for removing the fill factor effect to obtain the pixel intensity.









The generated virtual images are normalized, using their histograms, as follows:


[image: there is no content]








where [image: there is no content] and [image: there is no content] represent the input and output images, respectively, and [image: there is no content] is the intensity range of the input image, which is defined as:


[image: there is no content]











Thus, the tonal range of each virtual image is proportional to its fill factor. By this way the [image: there is no content] virtual images have [image: there is no content] ranges of intensities. The virtual image with a medium range of intensities is chosen for obtaining a set of pixels in which each pixel has different intensity values. In the case of having several pixels with the same intensity, one of them is selected randomly. The position of each pixel in the set (i.e., the spatial index of each sensor element) is used for all of the virtual images (i.e., [image: there is no content]). According to the solution of Equations (6) and (8), the virtual camera response function, [image: there is no content], using [image: there is no content] is obtained. Actually, this function is an optimized solution having [image: there is no content] (see Section 3) and, at the same time, it is a result of all partial virtual camera responses (see Equation (8)). This means that if each partial virtual response function shows the relation of [image: there is no content] to each [image: there is no content] (such as showing part of a larger picture), the virtual camera response function shows the relation of [image: there is no content] to all [image: there is no content], which generates new pixel intensity values for each of [image: there is no content]. Let us elaborate this by an example. Assume for a pixel position [image: there is no content] in ten virtual images we have ten different intensity values. By having [image: there is no content] and [image: there is no content], we obtain ten new intensity values which should increase proportionally to [image: there is no content]; this follows what we obtained in Equation (9). By compensating [image: there is no content] we should expect all new pixel intensity values for each of [image: there is no content] to have the same amount of changes. However, the single arbitrary image has an actual fill factor which is unknown and, therefore, we suggest using a set of assumed fill factors. If any assumed fill factor is less than the actual fill factor, we obtain the new pixel values, which are overestimated. If any fill factor is assumed more than the actual fill factor, we obtain underestimated values for the new pixel intensities. This means the changes in the estimation of the new pixels follow a non-linear function. We use this nonlinearity to estimate the actual fill factor. The non-linear function is obtained as follows: (a) the [image: there is no content] of [image: there is no content] pixel position for each [image: there is no content] is estimated and weighted by [image: there is no content]; (b) for each [image: there is no content], and for each pixel position, the difference between the pixel intensity and the estimated [image: there is no content] is calculated where function [image: there is no content] is the inverse of [image: there is no content]; (c) all [image: there is no content] distances are normalized with respect to the minimum distance [image: there is no content], where [image: there is no content]; (d) the sum of all distances related to the pixel positions for each virtual image (related to each fill factor) is calculated; (e) the function of fill factor estimation (FFE), [image: there is no content], is generated which relates the set of assumed fill factors to the sum of all the distances as:


[image: there is no content]



(11)




(f) the conditional minimum of the FFE is computed using the maximum local standard deviation, which results in the fill factor estimation.



In summary, a single arbitrary image is used to generate a set of virtual images. The virtual camera response function is obtained to estimate the pixel intensity values of the virtual images, accordingly. The rate of pixel intensity changes is used to estimate the actual fill factor.




6. Experimental Setup


Two groups of images from two cameras (Teli CS8620HCi and SONY XC-77) are used for the sensor fill factor estimation. We recall these datasets as the Teli dataset and SONY dataset. The ground truths of the camera fill factors are found with extensive research. The Teli dataset images are captured from the indoor and outdoor scenes at different positions to ensure the images have different histograms or, in another word, have different scene radiance maps, and the frame grabber of the Meteor-II/Multi-channel from Matrox is used to digitize the analog captured images. The sensor exposure time is selected by the camera automatically, and the gains in the camera and frame grabber are set at AGC (automatic gain control). With such a camera setup, twelve images are captured, of which four of them are shown in the first row of Figure 3. Then, the same procedure for fill factor estimation in Section 3 is applied ten times for each of the images. According to its known fill factor, which is around 39% [19], ten fill factors are assumed in the set of fill factors, which are 28%, 32%, 36%, 40% 44%, 49%, 54%, 59%, 64%, and 69% for generating the virtual images.


Figure 3. Image examples from two databases. (a) shows images taken by a Teli CS8620HCi and (b) shows images taken by a SONY XC-77.



[image: Sensors 17 00620 g003]






The images of the SONY dataset are from the COIL-20 image databases, as proposed in [33]. The database is used for evaluating the repeatability and the accuracy of our method due to its extensive number of images. In this database, there are 1440 grayscale images of 20 objects captured by a SONY XC-77 CCD camera. The objects have a wide variety of complex geometric and reflectance characteristics so that each of the images has a unique histogram. Eighty images of five objects are randomly selected from COIL-20 database and used to form the SONY dataset. Four images of one object from this database are shown in the second row of Figure 3. According to [20], the fill factor of the sensor in the SONY XC-77 is close to 70%. Thus, the set of fill factors that compare to the previous set is extended to 81% by having another two fill factors of 75% and 81%.




7. Results and Discussion


The virtual camera response functions recovered from images of the two datasets are shown in Figure 4, where the left and right show the functions for the Teli dataset and the SONY dataset, respectively. The virtual camera response functions show the nonlinear process between intensity values of virtual images and the variation of fill factors which reflects the camera process on the captured image. The recovered response functions from images of the Teli dataset, shown on the left of Figure 4, show more variations where the intensity values are low. We believe this is due to the sensitivity of the virtual image generation process, in which having a lower known fill factor results in a variation of lower intensity values in the generated virtual image, is greater than having a higher fill factor. Compared to the camera response function recovered by the method in [32], the function estimated in our experiment avoids the saturation part where the intensity values are high. This makes the function purely monotonic, which is beneficial to the extension of the dynamic range and the increase of the tonal levels.


Figure 4. Estimated virtual camera response functions from generated virtual images. Left: Teli dataset; Right: SONY dataset.
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The sensor irradiance [image: there is no content] is calculated by the inverse of the recovered virtual camera response from Equation (7). Two example results of such a calculation are shown in Figure 5 for two datasets. All of the marks in the figure, except the black circles, represent the intensities of each pixel position on the virtual images. There are ten or twelve intensities for each pixel position; i.e., with respect to the set of fill factors. Figure 5 shows the intensity changes at thirty pixel positions for the Teli dataset and SONY dataset on the left and right of the figure, respectively. The black circles represent the values of the sensor irradiance [image: there is no content] estimated from the virtual camera response function. The points marked with the same color and symbol form a space. Accordingly, each black circle corresponds only to one of the spaces. The black circles that are far away from their corresponding space are considered as the outliers. Figure 6 shows example of inliers and outliers of the presented data in Figure 5 on the left and right, respectively. In the left of Figure 6, the [image: there is no content] and [image: there is no content] are close to the pixel intensities of the virtual images. They are considered as inliers and are used for further estimation of the actual fill factors. On the contrary, the black circles, representing [image: there is no content] and [image: there is no content], are considered as outliers in the right of Figure 6 due to being far from the space of the pixel intensities. The pixel intensity that has the smallest distance to the corresponding [image: there is no content] in each space is considered as the reference; i.e., its corresponding fill factor is used as the reference for later fill factor estimation, as was discussed in Section 3. According to Equation (11), each of the [image: there is no content] that are marked as the inlier in its corresponding space is used to obtain the [image: there is no content], the sum of the differences between the pixel intensity and the estimated [image: there is no content], as it was explained in Equation (11). The functions of fill factor estimation, [image: there is no content], for the presented data in Figure 5 are shown in Figure 7. The conditional minimum of each function of the FFE is shown with red in the figure for Teli and SONY cameras on the left and right, respectively.


Figure 5. Two example results of the sensor irradiance [image: there is no content] calculations according to Equation (7). Left: Teli dataset; right: SONY dataset. The black circles represent the estimated sensor irradiance [image: there is no content] for the respective pixel position index of [image: there is no content] . Each set of ten or twelve intensity values for each pixel position; obtained from fill factor variation, are shown with certain color and shape respectively from Teli or SONY dataset.
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Figure 6. The examples of inliers (left) and outliers (right) of image irradiance points. The black circles represent the estimated sensor irradiance [image: there is no content] for the respective pixel position index of [image: there is no content] . Each set of ten intensity values for each pixel position; obtained from fill factor variation, are shown with certain color and shape.
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Figure 7. Two example results of fill factor estimation function, [image: there is no content]. Left: Teli dataset; right: SONY dataset. The red stars show the estimated fill factors.
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According to Section 4, the new pixel intensity values of each image are proportional to the fill factor. Thus, the ratio of intensities at the same pixel position is the same as the ratio of the fill factors of the corresponding pixel intensities. By applying the inverse of the fill factor as the weighting factor in the computation of the FFE, according to Section 4, we should expect a constant function of the FFE. However, as the two examples of both of the FFEs in Figure 7 show the same pattern, that when the assumed fill factor is far away from the actual one, the value of [image: there is no content] is over- or under-estimated. When it is close to the actual sensor fill factor, the FFE becomes flat. For the estimation of the fill factor, we used this pattern by computing a conditional minimum of the FFE where the maximum of the local standard deviation of the FFE is the condition.



The results of estimated fill factors for Teli dataset (from ten images) are shown in Table 1 and Table 2, showing part of the results for the SONY dataset (only from ten images). The results in the two tables show that, for each camera, the estimated fill factor varies between two fill factors’ values, which are 40%, 44%, and 59%, 64% for Teli and SONY cameras, respectively. For the Teli camera, the results of 29% of the tests show an estimated fill factor of 40%, and 71% of which the estimated fill factor is 44%. Then the following equation is used for calculating the final estimation of the fill factor:


[image: there is no content]



(12)




where [image: there is no content] is the final estimated fill factor, [image: there is no content] and [image: there is no content] represent the fill factor and its sequence number which varies from one to ten, [image: there is no content] represents the probability of each fill factor, and N is the number of used images from a dataset. The results shown in Table 1 and Table 2, for each of the images, are obtained by applying the estimation process on each image 30 times, pursuing more solid statistical results. It should be noted that a generated virtual image varies in each time of the generation. Then the estimated fill factor from each image, which is shown in the row labeled as ‘Final’ in Table 1 and Table 2, is calculated using Equation (12). The final estimated fill factors from every image in the SONY dataset are plotted in Figure 8. According to the estimation from all of the images of each camera dataset, the fill factor of the Teli camera and SONY XC-77 are estimated as 43% and 63%, respectively. These fill factors were estimated as close to 39% and 70% for the Teli [19] and SONY camera [20], respectively. The standard deviations of the estimated fill factor from the whole image dataset of the Teli dataset and SONY dataset are 0.4% and 0.5%, respectively, which indicate that the results of the estimation are highly stable. The response functions estimated from the images of the SONY dataset show a larger range of irradiance, shown in Figure 4, indicating that the camera sensor from the SONY-XC77 is more sensitive than the Teli CS8620HCi, due to it having a larger fill factor.


Figure 8. The results of the fill factor estimation for the SONY dataset.
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Table 1. Part of the results of fill factor estimation for the Teli dataset.







	
Images

	
No. 1

	
No. 2

	
No. 3

	
No. 4

	
No. 5

	
No. 6

	
No. 7

	
No. 8

	
No. 9

	
No. 10

	
Total

	
Percent






	
FF 40%

	
5

	
8

	
10

	
9

	
12

	
11

	
7

	
8

	
15

	
4

	
88

	
29%




	
FF 44%

	
25

	
22

	
20

	
21

	
18

	
19

	
23

	
22

	
15

	
26

	
212

	
71%




	
Final

	
43%

	
43%

	
43%

	
43%

	
42%

	
42%

	
43%

	
43%

	
42%

	
43%

	
43%

	










Table 2. Part of the results of fill factor estimation for the SONY dataset.







	
Images

	
No. 1

	
No. 2

	
No. 3

	
No. 4

	
No. 5

	
No. 6

	
No. 7

	
No. 8

	
No. 9

	
No. 10

	
Total

	
Percent






	
FF 59%

	
13

	
11

	
8

	
15

	
10

	
5

	
6

	
18

	
11

	
13

	
110

	
37%




	
FF 64%

	
17

	
19

	
22

	
15

	
20

	
25

	
24

	
12

	
19

	
17

	
190

	
63%




	
Final

	
62%

	
62%

	
63%

	
62%

	
62%

	
63%

	
63%

	
61%

	
62%

	
62%

	
62%

	











8. Conclusions


In this paper, we propose a method to estimate the fill factor of a camera sensor from an arbitrary single image. In our method, the virtual response function of the imaging process is recovered from a set of images which are generated by a set of assumed fill factors using the proposed method in [14]. Then, by using the inverse of the virtual response function and the sensor irradiance, the global intensity values of the virtual images are obtained, which are the results of fusing the virtual images into a single, high dynamic range radiance map. A non-linear function is inferred from the original and global intensity values of the virtual images. The fill factor is estimated by the conditional minimum of the inferred function. The method is verified by using images of two datasets, captured by Teli CS8620HCi and SONY XC-77 cameras. The results show that our method is able to estimate the fill factor correctly with significant stability and accuracy from one single arbitrary image. The low standard deviation of the estimated fill factors from each image, and for each camera, confirms the stability of our method. At the same time, the experimental results also prove the feasibility of the estimation of the camera response function (a virtual one) with a single image, which can be useful for extending dynamic range of an image in the future. The images used in this work are all monochrome and captured by CCD cameras, and the investigation of the current problem using color images and CMOS cameras will be very interesting in the future.







Author Contributions


Wei Wen and Siamak Khatibi equally contributed to the textual content of this article. Wei Wen and Siamak Khatibi conceived and designed the methodology and experiments. Wei Wen performed the experiments. Wei Wen and Siamak Khatibi analyzed the data. Wei Wen and Siamak Khatibi wrote the paper together.




Conflicts of Interest


The authors declare no conflict of interest.




References


	1. 
Prakel, D. The Visual Dictionary of Photography; Ava Publishing: Worthing, UK, 2009. [Google Scholar]

	2. 
Goldstein, D.B. Physical Limits in Digital Photography. Available online: http://cdn.northlight-images.co.uk/downloadable_2/Physical_Limits_2.pdf (accessed on 6 April 2016).

	3. 
Curcio, C.A.; Sloan, K.R.; Kalina, R.E.; Hendrickson, A.E. Human photoreceptor topography. J. Comp. Neurol. 1990, 292, 497–523. [Google Scholar] [CrossRef] [PubMed]

	4. 
Rossi, E.A.; Roorda, A. The relationship between visual resolution and cone spacing in the human fovea. Nat. Neurosci. 2010, 13, 156–157. [Google Scholar] [CrossRef] [PubMed]

	5. 
Farrell, J.; Xiao, F.; Kavusi, S. Resolution and light sensitivity tradeoff with pixel size. In Electronic Imaging 2006; SPIE: San Jose, CA, USA, 2006; Vol. 60690N; pp. 211–218. [Google Scholar]

	6. 
Deguchi, M.; Maruyama, T.; Yamasaki, F.; Hamamoto, T.; Izumi, A. Microlens design using simulation program for CCD image sensor. IEEE Trans. Consum. Electron. 1992, 38, 583–589. [Google Scholar] [CrossRef]

	7. 
Donati, S.; Martini, G.; Norgia, M. Microconcentrators to recover fill-factor in image photodetectors with pixel on-board processing circuits. Opt. Express 2007, 15, 18066–18075. [Google Scholar] [CrossRef] [PubMed]

	8. 
Reinhard, E.; Heidrich, W.; Debevec, P.; Pattanaik, S.; Ward, G.; Myszkowski, K. High Dynamic Range Imaging: Acquisition, Display, and Image-Based Lighting; Morgan Kaufmann: Burlington, MA, USA, 2010. [Google Scholar]

	9. 
Nakamura, J. Image Sensors and Signal Processing for Digital Still Cameras; CRC Press: Boca Raton, FL, USA, 2016. [Google Scholar]

	10. 
Zhou, J. Getting the Most out of Your Image-Processing Pipeline; White Paper; Texas Instruments: Dallas, TX, USA, 2007. [Google Scholar]

	11. 
Ramanath, R.; Snyder, W.E.; Yoo, Y.; Drew, M.S. Color image processing pipeline. IEEE Signal Process. Mag. 2005, 22, 34–43. [Google Scholar] [CrossRef]

	12. 
Kao, W.-C.; Wang, S.-H.; Chen, L.-Y.; Lin, S.-Y. Design considerations of color image processing pipeline for digital cameras. IEEE Trans. Consum. Electron. 2006, 52, 1144–1152. [Google Scholar] [CrossRef]

	13. 
Heckaman, R.L.; Fairchild, M.D. Jones and Condit redux in high dynamic range and color. In Color and Imaging Conference; Society for Imaging Science and Technology: Albuquerque, NM, USA, 2009; Volume 2009, pp. 8–14. [Google Scholar]

	14. 
Wen, W.; Khatibi, S. Novel Software-Based Method to Widen Dynamic Range of CCD Sensor Images. In Proceedings of the International Conference on Image and Graphics, Tianjin, China, 13–16 August 2015; pp. 572–583.

	15. 
Chen, M.; Fridrich, J.; Goljan, M.; Lukas, J. Determining Image Origin and Integrity Using Sensor Noise. IEEE Trans. Inf. Forensics Secur. 2008, 3, 74–90. [Google Scholar] [CrossRef]

	16. 
Yeganeh, H.; Wang, Z. High dynamic range image tone mapping by maximizing a structural fidelity measure. In Proceedings of the 2013 IEEE International Conference on Acoustics, Speech and Signal Processing, Vancouver, BC, Canada, 26–31 May 2013; pp. 1879–1883.

	17. 
Abdullah-Al-Wadud, M.; Kabir, M.H.; Dewan, M.A.A.; Chae, O. A dynamic histogram equalization for image contrast enhancement. IEEE Trans. Consum. Electron. 2007, 53, 593–600. [Google Scholar] [CrossRef]

	18. 
Mann, S.; Picard, R. On Being “Undigital” With Digital Cameras: Extending dynamic Range by Combining Differently Exposed Pictures. Available online: http://citeseer.ist.psu.edu/viewdoc/download;jsessionid=7326D46CCCDEC6BAE898CBA7A6849222?doi=10.1.1.21.3141&rep=rep1&type=pdf (accessed on 6 April 2016).

	19. 
Wen, W.; Khatibi, S. A software method to extend tonal levels and widen tonal range of CCD sensor images. In Proceedings of the 2015 9th International Conference on Signal Processing and Communication Systems (ICSPCS), Cairns, Australia, 14–16 December 2015; pp. 1–6.

	20. 
Feierabend, M.; Rückel, M.; Denk, W. Coherence-gated wave-front sensing in strongly scattering samples. Opt. Lett. 2004, 29, 2255–2257. [Google Scholar] [CrossRef] [PubMed]

	21. 
Horn, B. Robot Vision; MIT Press: Cambridge, MA, USA, 1986. [Google Scholar]

	22. 
Jähne, B. EMVA 1288 Standard for Machine Vision. Opt. Photonik 2010, 5, 53–54. [Google Scholar] [CrossRef]

	23. 
Goesele, M.; Heidrich, W.; Seidel, H.-P. Entropy-Based Dark Frame Subtraction. Available online: http://ultra.sdk.free.fr/docs/Astrophotography/articles/Entropy-Based%20Dark%20Frame%20Subtraction.pdf (accessed on 6 April 2016).

	24. 
Viggiano, J.S. Comparison of the accuracy of different white-balancing options as quantified by their color constancy. In Electronic Imaging 2004; SPIE: San Jose, CA, USA, 2004; pp. 323–333. [Google Scholar]

	25. 
Reinhard, E.; Stark, M.; Shirley, P.; Ferwerda, J. Photographic tone reproduction for digital images. ACM Trans. Graph. 2002, 21, 267–276. [Google Scholar] [CrossRef]

	26. 
Maini, R.; Aggarwal, H. A comprehensive review of image enhancement techniques. J. Comput. 2010, 2, 8–13. [Google Scholar]

	27. 
HTTP Archive–Interesting Stats. Available online: httparchive.org/interesting.php#imageformats (accessed on 6 April 2016).

	28. 
Chang, Y.-C.; Reid, J.F. RGB calibration for color image analysis in machine vision. IEEE Trans. Image Process. 1996, 5, 1414–1422. [Google Scholar] [CrossRef] [PubMed]

	29. 
Mitsunaga, T.; Nayar, S.K. Radiometric self calibration. In Proceedings of the IEEE Computer Society Conference on Computer Vision and Pattern Recognition, Fort Collins, CO, USA, 23–25 June 1999.

	30. 
Grossberg, M.D.; Nayar, S.K. Determining the camera response from images: What is knowable? IEEE Trans. Pattern Anal. Mach. Intell. 2003, 25, 1455–1467. [Google Scholar] [CrossRef]

	31. 
Lin, S.; Gu, J.; Yamazaki, S.; Shum, H.-Y. Radiometric calibration from a single image. In Proceedings of the 2004 IEEE Computer Society Conference on Computer Vision and Pattern Recognition (CVPR 2004), Washington, DC, USA, 27 June–2 July 2004; Volume 2, pp. 938–945.

	32. 
Debevec, P.E.; Malik, J. Recovering high dynamic range radiance maps from photographs. In ACM SIGGRAPH 2008 Classes; ACM Inc.: Los Angeles, CA, USA, 2008; p. 31. [Google Scholar]

	33. 
Nene, S.A.; Nayar, S.K.; Murase, H. Columbia Object Image Library (COIL-20). Available online: https://pdfs.semanticscholar.org/ca68/91667e2cf6c950c3c8f8ea93e55320173505.pdf (accessed on 6 April 2016).



























© 2017 by the authors. Licensee MDPI, Basel, Switzerland. This article is an open access article distributed under the terms and conditions of the Creative Commons Attribution (CC BY) license ( http://creativecommons.org/licenses/by/4.0/).







nav.xhtml


  sensors-17-00620


  
    		
      sensors-17-00620
    


  




  





media/file8.jpg





media/file11.png
60 1

*
*®
m}
50 | y
B« 4
17
& 40 X
E x :
O
30 | . .
o o
a
20 ' ' '
110 115 120 125

pixel index at two positions

Intensity

20 1

-
N

—_
o

100 110 120 130
pixel index at two positions

140





media/file6.jpg
njEh

®

W Wm0 W
sl S Sy

F)

W a0 20
perd P Sy






media/file1.png
Lens Shutter Fill factor CCD/CMOS Gain

Scene Sensor Projected Image Analog Modlfled
radiance— irradiance irradiance >|rrad|anc Raw Image
(L) (E) (P Image Image

IAP IPP
Image —»| Noise reduction — Black Ie.vel —»| White balance —» Tone . — Image — IPEG . — Image
M) correction reproduction Enhancement Compression (S)






media/file16.png





media/file13.png
450 1400
1200 |
400
1000
350 f
> 800
300 f
600
250
400
200 - ' - - 200 ' - - - :
0.2 0.3 0.4 0.5 0.6 0.7 02 03 04 05 06 07 08

Fill Factors Fill Factors





media/file10.jpg
60 -
50 » ° 15
5 2 .
w0 x . Bl
. . H
20 5 - spe
2 3
ot s w % w0 mo  w  w

‘picel index at two posktions

oM Ve RGN

140





media/file7.png
1

100 150 200
pixel intensity index

250

300

In(Ei)

-4

50

100 150 200
pixel intensity index

250

300





media/file12.jpg
20

% o o5 o8 a1 %2 03 o+ 05 o6 o7 o8 09
T Pl Factors.





media/file9.png
T EXF 4y
rO.{CC.ﬂWHDO.:NdvﬁHJ y
xxxmmxx@xxxxxxn@

+ +
(@) ++++gﬁ |
AV@ SO0 A....Avf»VAvo\/AXV
oa ..n Dccmuoun<on
x.xQ.v,. X OEX X XX x

.oo.-..o'
+O+++++++OAu Il...,'b

OOOO8§OO
SO o
Oooo O%%DO@G

Kv.x
xx...‘txxso
.

- I SO

0o DDDOD@DO
X X x X XX %K x

+++++++b.v+

O 0o DDD@DDD

20 |

o o o
wn < (sp]
Ayisuayui

80
70
60 |

250

10|
0

300 400 500
pixel position index

200

100

300

150 200
pixel position index

100

50





media/file14.jpg
08

07+

03}

80

70

02

20 30 40 50 60
Image index

10





media/file5.png





media/file15.png
08

0.7

o
o
I

0.4+

0.3

Fill factor
o
&)

0.2

1 1

10

20 30 40 50 60
Image index

70

80





media/file3.png
Assum:
fit 'ac'::,'fa Set o

An
arbitrary
image ~ 5 $
&
0
(0&626:’"&
oV 0% e
RN P
Q\*é:&“‘eo
o
The estimation Weighting the new pixel

intensity values with
process

respect to the fill factors

_. ) s o ?
3 [/
Estimated fill / 3%

factor 0?}





media/file4.jpg
|MA P. .Ah ﬁ





media/file0.jpg
i in o
shutter Filltactor | ccojemos G

| e ey W

bl b o] 1> Row—{ [ raw — [ maee
Joie] J Jinste] B e o £ e
o [ o [ o [ 38






media/file2.jpg
n
anitrary
image.

The estimation Wehingh e il
process Tespacttoth il actors

%, v
298 %%, "ony
23%% e,
q,% W, A
3%
[—— 35%
acar Wy





